From: Nassif, Julianne (DPH) <Julianne.Nassif@MassMail.State.MA.US> 

Sent: Friday, June 1, 2012 1:53 PM 

To: Vallaro, Guy (POL) <Guy.Vallaro@MassMail.State.MA.US>; Cronin, John 

<John.Cronin@pol.state.ma.us>; Connolly, James (POL) 

</0=COMMONWEALTH OF MASSACHUSETTS/OU=MassMail- 
01/cn=Recipients/cn=James.Connolly.POL> 

Cc: Connolly, Grace (DPH) <Grace.Connolly@MassMail.State.MA.US>; Han, Linda 

(DPH) <Linda.Han@MassMail.State.MA.US> 

Subject: CVs - DPH Chemists 

Attach: boston.cv.pdf; Rebecca Pontes CV.doc; Sharon Salem CV.doc; Sonja Farak 

CV.doc; James Hanchett CV.doc 


Guy, 

Attached are the current CVs of all the MOSES employees. The NAGE employees didn’t have current 
resumes. 

Julie 

Massif 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 


Folk OIG PRR 011011 




